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NOTES: 
4) ALL ICS GET A 0.4 UF CAP NEXT TO THEM. 


2) MIDOLE STIFFENEA BAR BAY BE MOVED VERTICALLY SLIGHTLY 
TO ACCOMODATE IC ROWS. 


3) IC E27 MUST HAVE SPECIAL GROUND LAYOUT PEA 
THE AM29332 SPEC. 


4) IC H22 (OSC) MUST HAVE AN EXTRA 0.4° CLEARANCE 
ON ALL SIDES. 


5) IC AOW HEIGHTS ARE AS FOLLOWS: 
C, 
F 
6. 3s 


6) PUT 8 - 82 UF DECOUPLING CAPS AS SHONN. 
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<~- STIFFENER 
LISP Machine Inc. 


6 Tech Orive 
Andover, MA 01810 
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